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notes: 



1. 



UNLESS OTHERWISE SPECIFIED: 
RESISTANCE VALUES ARE IN OHMS 
CAPACITANCE VALUES ARE IN MICROrARAOS 
VALUES PRECEDED 3Y THE- SYMBOL-* (PLUS) 
OR - (MINUS) -,<£ IN VOLTS. 



2. POWER AND GROUNO TERMINALS FOR 
INTEGRATED CIRCUITS: 
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1. FOR SINGLE REISSUES. A 
CHANGED OR NEW SHEET 
WILL 3E ASSIGNED THE 
SAME I SSUE DUMBER AS 
SHEET 1. 

2. FOR CONCURRENT REISSUES, 
A CHANGED OR NEW SHEET 
WILL BE ASSIGNED THE 
HIGHEST ISSUE NUMBER 
AFFECTING THAT SHEET. 

i. THE ISSUE NUMBER OF 
SHEET 1 IS RECOGNIZEO 
AS THE ISSUE NUMBER OF 
THE WhCLE DRAWING. 
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